25X1 


25X1 


Approved For Release 2003/03/07 : CIA-RDP80R01 731 R001 600080035-3 

CDNFIDEiMT/AL' 

ER 5-9100-a 


i 


!) AUG 1954 



HonoraiHft TReatt 3* 

6, $• Bettse df Sepr«s»itatif«s 
itasRiaftea 25« P* €• 


Bear Xr. Q&46t 


la tHe abseaee of tbc Diractar. I wit h to aaRaaalaXf e 
yottT lalta r of 13 Aaiiast 1954 la behalf of 


After ebeehiag with oar Pertoaael Pf flee. I fla4 

we 4o aot bare aa applleatlea ®a file for | 

As joar letter ttatas that ho seat hit app Heat ion 
direotljr to the Katloaal Seearlty A^eaejr. I weald sannest 
foa eeataet that Afaaajr at hashiafton 25, B. C,, 
Atteatleaj CIrillaa fersonael. 


with kiadoit regards. 


Slaeerely , 

, ShNN,J 


C. F. C^ABilL 

Lioutoaaat Benerti, liSAP 
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Ttm ghaaas J » Sodd 

U. S. louse of Bs|(Pes-.eata.ttvee 

23, B. C. 

Dear Mr* Ik>dd.j 

I& tbe aibeenee at tie Director frctu tie ocasatry, I aa 
replyluR to your letter of 13 Aiigast la ^Msalf erf Mr. 


After checJslEiB ul^Ui our Baracmi^ei 1 flM. that 

we do aot have an a®pMcatloa aa file tar As 

ycttir letter states tlmt he »^t his a^li^ti<m ciirectiy to 
the Hetloaal Seeurlty 1 wemM suggest that you con- 

taet tlmt Ageeiey at WasMngtcai ®5, D. C«, attf^tenj 
CiTiliBn FarsoaHiel. 

With kindest rafprds, 

:2incm*ely ycaara^ 



OGC/wif:JpB 
Di s trihut iont' 

3 - Signer/ 

1 - Personnel with basic 

2 - Legislative Coxxnsel 


cw 9. mms* 

tiaaritjwrwwt Senisral. tSyUP 
Aetisg Blreetor 
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